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Exhibit Mo. 60-25 to Contract HF«T-697 
Date 3 June 1960 


Page 1 of 1 


From: Eastammn Kodak Company 


Item No, Part No, Nomenc] ature Quantity Unit Price Total Price 


le XD-A9~01-57 Relief Valve h $ 19.02 $ 76.08 
25 XD~12~-66—1;614 Roll | 10 48.26 482.60 
3 ° XD~11-199~-11,8 Capacitor 5 8 018 3 090 
he Packing and Shipping 30,26 

Total $ 632.8) 


Delivery to be made in October 1960. 


Prices are fair and reasonable and this Contractor warrants prices conform to the price 
Exhibit is hereby approved. formula in effect on the date of this Exhibit 
and are firm prices for this Exhibit. 
632.34 
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